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DD/S 66-2252 


26 APR 1966 


MEMORANDUM FOR: Director of Logistics 


SUBJECT : Emergency Power for Agency Headquarters Fagilities 


On 24 March you reported the results of tests on the emergency 
power supply at the Headquarters Building. The report indicated a number 
of problem areas and cited action being taken. The seriousness of a power 
failure eccompanied by the deficiencies noted in our emergency power system 
cannot be overstated. t is therefore requested taat you keep me advig=i at 
not to exceed intervals of two weeks on progress in this connection. 


SIGNED Alan NM. Warfield 


Alan M. Warfield 
Acting Deputy Director 
tor Support 
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